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NARA RG104, Entry 1, Box 127 


[Abstract:] Unequal size of Silver Dollar Bags prevents equal filling & ready counting. 906 


The Mint of the United States, 
At Philadelphia, 
September 16, 1882 


Sir: 


I respectfully ask attention to the fact that, owing to the difference in the size of bags for 
storing Standard Dollars, it is, and for two years has been, practically impossible to construct a 
single tier in the vaults with uniformity in width or height. The result of this is to render a count 
by tiers and piles impossible without moving every closing tier. 


The attention of the coiner was directed to these facts long ago, and I believe he 
understood to rectify the matter. His efforts have not been a success, nor do I conceive that there 
is any cure for the distemper now in making the business of bag-making one and not 
distributable. 


As it is the difficulty experienced relates to storage and shipping, and it is very 
inconvenient. 


Very Respectfully, 
M.H. Cobb 
Cash. 


To the Superintendent 


